Patch for the LyricWiki XML dump (https://archive.org/details/wiki-lyricsfandomcom), created with rdiff. Use this, to correct any XML errors found by xmllint (xmllint --stream lyricsfandomcom-20200216-history.xml)
After this, you should be able to import this dump into your Mediawiki installation. Tutorial used: http://beerpla.net/2008/05/12/a-better-diff-or-what-to-do-when-gnu-diff-runs-out-of-memory-diff-memory-exhausted/

If you want to check the broken xml file by yourself, you need a patched xmllint, due to an old bug. 
See https://bugzilla.gnome.org/show_bug.cgi?id=325533 and https://aur.archlinux.org/packages/libxml2-linenum/